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No ron-compiiant items idenlilied during this inspection 

Exit lnterv*ew conducted win facility reprosentative. VMO Cynthia DiGesuatdo, and IE£ Keidrt McLaughlin at Will 
Rogers CoHiseum in Fort Worth, TX. 


This is a transcribed copy cl the original inspection report. 
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CYNTHIA DIGESU ALDO, D.V.M. 


CYNTHIA L DIG E5UALCO, D,V,M USDA, APHIS Animal Care 


Title; VETE Rl NARY M EPICAL 0 F FIGER Inspector 5055 
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